General Instructions For "HAUNTED HOUSE" 



1. Installation ! 

• Remove rifle from shipping carton and install on trigger housing 
with two furnished socket head screws, 

• Attach four ( »+ ) cabinet leveleps to bottom of cabinet. The power 
is controlled by a switch located on top of the cabinet. Plug 
line cord into A.C. only, 60 cycles, 115 volts. 

2» Voltage Control : 

• In low line areas (10 volts or less ) an additional boost in the 
50 volt output of the transformer may be obtained by removing the 
wire from the 50 volt position of the transformer and rewiring to 
the 55 volt position. 

3. 25C Jack i 

• Located on the back door to control 1,2^ or 3 plays for a quarter. 

4* Extended Play Jack ; 

• Located on the back door to give either extra shots or 1 replay 
when "Top This Score" is beat. See #5 and #6 below to control 
frequency. 

5 , iti and ii7 Top Score Control Jacks ; 

• Located on t^e back door to control the "Top This Score" feature. 
This score operates only at the start of a new frame. 

' §1 Jack controls the value after a "Top This Score" 

is made . 
* #2 Jack controls many score values. 

5, Dance Control Switches ; 

"■ Located on the back door to control additional dance to the 
Witch target in the vertical plane* Switches in *on* position 
will result in more dance making targets more difficult to hit. 

7. VoluTne Controls t 

• Located on P,C. 553-908 amplifier disc in back box. See illus- 
tration below. 

• To increase volume of rifle shot, rotate control "A" clockwise 
as indicated below, 

• To increase volume of all sounds (background, music, rifle shot 
and hits), rotate control "B" counter-clockwise as indicated below 
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REVISIONS 



When any amusement Rame built in the United 
States is used in a different part of the 
world, it is important that the transformer 
connections be checked and moved if necessary- 
Midway Mfg. Co, supfests that its WT-6 Trans- 
former be used wherever 50 cycles power is 
used, 

1st Step: The lower part of the transformer 
contains the nrimary or input of the trans- 
former. The wire to the lower "C" connection 
is never moved. The other wire shown as (A), 
is connected to the 12 7 terminal. This wire 
should be connected to the terminal voltage 
which is closest to the input line voltage. 

EXAMPLE: If the line voltape is 120, 
connect it to the 127 volt terminal. If 
the line voltage is 115, connect it to 
the 115 volt terminal. 

2nd Step: The upper part of the transformer 
contains the secondary or output of the trans- 
former. The black wire, shown as (B), con- 
trols the voltage to all the coils and motors 
in the Rame. If the coils or motors arc too 
weak, the wire should be moved to the 50 volt 
terminal. If the coils or motors are too hot, 
connect the (B) wire to the 45 volt terminal. 
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